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UNCLASSIFIED 
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ACTION EA-09 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 TRSE-00 /029 W 

072901 

R 281422Z JAN 76 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 2052 
USDOC WASHDC 
INFO AMEMBASSY BONN 
AMEMBASSY BANGKOK 
AMEMBASSY MANILA 
AMEMBASSY VIENTIANE 

UNCLAS BERN 434 

USDOC FOR MAJOR PROJECTS DIVISION - OED 

BANGKOK FOR RED 

MANILA FOR USADB 

E.O. 11652: N/A 

TAGS: EAID, EFIN, BEXP, SZ, LA 

SUBJECT: TENDER NOTICE FOR NAM NGUM HYDROPOWER PROJECT, PHASE H, 
CONTRACT NO. 7, TRANSMISSION LINE 

1 . EMBASSY BERN, AS LOCAL REP OFFICE OF MEMBER GOVERNMENT 
OF ASIAN DEVELOPMENT BANK, HAS BEEN INFORMED BY MOTOR 
COLUMBUS, PARKSTRASSE 27, 5401 BADEN, SWITZERLAND, TELEX 

54 532, OF INVITATION FOR TENDERS FOR THE SUPPLY AND 
ERECTION OF A 1 15 KV TRANSMISSION LINE AND SUPPLY OF 
EQUIPMENT FOR A VILLAGE ELECTRIFICATION SCHEME FORMING 
PART OF THE NAM NGUM HYDROPOWER PROJECT. SCOPE OF 
CONTRACT INCLUDES DESIGN, CONSTRUCTION, ERECTION, AND 
COMMISSIONING OF DOUBLE CIRCUIT LINE FROM NAM NGUM VIA 
VIENTIANE TO THANALENG INCLUDING THE CROSSING OF THE 
MEKONG RIVER, AND DESIGN AND SUPPLY OF EQUIPMENT FOR 
VILLAGE ELECTRIFICATION IN THE THANALENG AREA. 

2. BID DOCUMENTS WILL BE AVAILABLE AT DOLS 50 PER COPY 
UNCLASSIFIED 
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ENGINEERS TO ELECTRICITE DE LAOS (EDL), THE 
EXECUTING AGENCY FOR THE PROJECT. BIDS WILL BE 
DUE AT EDL IN VIENTIANE BY 10 AM VIENTIANE TIME 
MAY 18, 1976. 

3. THE FOLLOWING CONTRACT COMPLETION DATES ARE NOT 
SUBJECT TO NEGOTIATION: THE TRANSMISSION LINE BY 
MARCH 1. 1978, AND THE VILLAGE ELECTRIFICATION BY 
SEPTEMBER 1, 1977. 

DAVIS 
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